PURCHASE MATERIAL: UHMW ROD (ROUND BAR) TIVAR 1000 VIRGIN MATERIAL 


MANUFACTURER: QUADRANT PLASTICS 


PART NUMBER: MUHMWR-C.CC-D 


WHERE: C.CC = DIAMETER IN INCHES (CAN BE PURCHASED IN 1/4" INCREMENTS) 


D = COLOR: N = NATURAL (WHITE) 
B = BLACK 


EXAMPLE: MUHMWR-3.25-N = 3.25" DIAMETER, NATURAL COLOR 
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